Wl TTENBORG 


TECHNICAL INFORMATION 


TYPE NO 


ES 2800 


TYPE 


Espresso machines 


T.I. -NO 
ES. ...01/2004 


SERIAL NUMBERS 
AFFECTED 


From machine number 544370 


ISSUED BY Documentation/ 
Wittenborg Odense 


SUBJECT 


New transformer 


ISSUED FOR (X): 


Action 


Information 

X 


COMPONENTS CONCERNED 

Obsolete part 41610500 Transformer 
New part 41610000 Transformer 


MODIFICATION 

• From the above machine number the transformer located on the pivoting bracket has 
been changed from transformer - part number 41610500 - into transformer - part number 
41610000. 

REASON 

• Design review. 


REPLACEABILITY 

• The new transformer will be supplied as a spare part for old machines equipped with 
power supply PC board - part number 47121600 - of version equal to 2-0 or higher, as 
the new transformer is direct replaceable in these machines. 

For machines with power supply PC board - part number 47121600 - of version lower 
than 2-0, the old transformer - part number 41610500 still has to be ordered specially, or 
alternatively the power supply PC board - part number 47121600 - must be replaced by 
a new one of version 2-0. 
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